Chapel  in  St.  Christopher's  Inn,  Graymoor 
Garrison,  New  York,  the  home  of  the  Ave  Maria 
Hour  and  the  Perpetual  Novena  to  Our  Lady  of 
the  Miraculous  Medal,  conducted  by  the  Friars 
and  Brothers  Christopher. 
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